From: 

Sent: 

To: 

Subject: 


Nagle, Austin (DPH) 

Wednesday, March 03, 2010 10:54 AM 
Nassif, Julianne (DPH) 

RE: safety assessment 


Julie 

What time is Maureen O’Leary arriving? 


From: Nassif, Julianne (DPH) 

Sent: Wednesday, March 03, 2010 10:25 AM 

To: Clemmer, Jill (DPH); KaneOl, Peter (DPH); Salemi, Charles (DPH); Rubin, Alan (DPH); O'Brien, Elisabeth (DPH); 
Servizio, Paul (DPH) 

Cc: Nagle, Austin (DPH); Hanchett, James (DPH) 

Subject: safety assessment 

Hello All, 

Tomorrow March 4, 2010, Maureen O'Leary an environmental health and safety contractor will be on site to learn a little 
bit more about what each of the laboratories does. Austin will be contacting you to arrange a tentative time for Maureen to 
visit your respective areas: 

Drug Laboratory Boston - Chuck Salemi & Elisabeth O'Brien 60 minutes 

Lead Laboratory & Data Entry - Alan Rubin (Pat Jacobsen will be on vacation, so Alan will handle both) 30 minutes 
Combined Environmental Chemistry & Chemical Threat - Jill Clemmer and Pete Kane 60 minutes 

Drug Laboratory Amherst - Jim Hanchett (TBD on a separate day) Maureen is from UMASS Amherst. 

Thanks, any questions/problems give a call. Julie 

julLavuAe Nosslf 

Director, Division of Analytical Chemistry 
William A Hinton State Laboratory Institute 
Massachusetts Department of Public Health 
305 South Street Boston, MA 01230 
voice 617-983-6651 fax 617-983-6662 
julianne. nassif@state.ma. us 
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